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Message Text 


EO 11652: NA 
TAGS: BEXP.JA 

SUBJECT: MEDICAL EQUIPMENT EXHIBITION, JAN '79 
REF: TOKYO 13088 


TC PLANS TO HOLD MEETING OF POTENTIAL LOCAL PARTICIPANTS 
SEPT 15 AND NEEDS TO KNOW STATUS OF PROPOSED TECHNICAL 
SEMINAR BEFORE THEN. TC REPEATS THAT, IN ITS OPINION, 
SEMINAR IS ESSENTIAL IF THIS EVENT IS TO BE SUCCESSFUL AND 
WOULD BE OF CONSIDERABLE ASSISTANCE IN OBTAINING 
PARTICIPANTS HERE. MANSFIELD 
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